in 


- Sanitized “kpproved For Release : CIA-RDPS1 B00879R000100100008-6 


CERTIFICATION 


fhe undersigned as individuals and as authorized repre~« 


sentatives of Eee = (here- 
after called the Contractor), hereby certify that we have 


25X1A5a1 


examined the inventory schedules, pages 1 to 1 , 
dated April 18, 1961 _. and that in the exercise of 
our best judgment, and to the best of our knowledge, based 
upon information velieved to be reliable, said inventory 
schedules represent all materiais, tools and equipment on 
hand upon completion of the contract and for which the 


contractor is accountable, except as otherwise indicated. 
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